ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT ~ F-B-2 VEHICLE #4 
DATE 08-01-15 
OFFICER 1 C. MOONEY # 124 
OFFICER 2 D.TESH # 134 
OFFICER 3 ZACK # 143 


SUPERVISOR J. SALAZAR 
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BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD WORKING 
ORDER. 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 STORE ). WE 
SPOKE TO EMPLOYEE BRALLIO. ALL CHECKED OK AT THIS 
TIME. 


RADIO CALL AT 1747 CAHUENGA ( CVS PHARMACY ) 
REGARDING A 415 SUBJECT REFUSING TO LEAVE. THE 
SUBJECT LEFT THE LOCATION WITHOUT INCIDENT. 


BUSINESS CHECK AT THE CHASE BANK AT 1600 VINE STREET. 
WE SPOKE TO EMPLOYEE MARIA. ALL CHECKED OK. 


CONTACT/WARNED TWO SITTERS ON THE PUBLIC WALKWAY 
IN FRONT OF 6300 SUNSET BLVD. THEY COMPLIED AND LEFT 
THE LOCATION. 


RADIO CALL TO ASSIST F-B-5 AT 1503 VINE STREET. F-B-5 
HANDLED. 


RADIO CALL AT 1747 CAHUENGA ( CVS PHARMACY ) 
REGARDING A 415 SUBJECT REFUSING TO LEAVE. WE 
MANAGED TO HAVE “ BIG MIKE “ LEAVE THE LOCATION 
WITHOUT INCIDENT. 


RADIO CALL AT 6801 HOLLYWOOD BLVD. (THE H & H 
SHOPPING CENTER ) REGARDING A 415 SUBJECT REFUSING TO 
LEAVE. THE SUBJECT WAS GOA. 


RADIO CALL AT 5939 HOLLYWOOD BLVD. REGARDING A 
SUBJECT REFUSING TO LEAVE THE LOCATION. WE SPOKE TO 
THE R/P. THE 415 SUBJECT LEFT THE LOCATION WITHOUT 
INCIDENT. 


CONTACT/WARNED THREE SUBJECTS FOR SITTING ON THE 
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PUBLIC WALKWAY AND BLOCKING PEDESTRIAN TRAFFIC. THEY 
COMPLIED WITHOUT INCIDENT. 


CODE-7. 


RADIO CALL AT CAFE ETC. REGARDING A SUSPICIOUS 
SUBJECT. WE MADE CONTACT WITH THE R/P. THE SUBJECT 
WAS GOA. 


OFFICE; UPDATED LOG INPUT. 


ASSIST F-B-5 AT 1553 SHRADER ( THE YMCA ) REGARDING A 
GROUP OF 415 SUBJECTS REFUSING TO LEAVE. SPOKE TO THE 
R/P AND INFORMED HER THAT THE SUBJECTS WERE 
REMOVED. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. (THEH & H 
PARKING STRUCTURE ). WE CHECKED SEVERAL LEVELS FOR 
LAMC VIOLATIONS. NONE NOTED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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